380      THE TEMPERATURE-ENTROPY DIAGRAM.
this fashion during its expansion it would then bo possible to realize theoretically at loast the maximum availability of the heat in the boiler.
A complete utilization of this principle is not feasible with steam engines as constructed, but in (.ho case of compound engines it is possible to approximate it by taking sufficient steam from each receiver to warm the
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feed water up to the temperature of the* receiver steam, Thus for example in a triple expansion engine operating with cold feed water, Fig. 124, the heat ,4 can bo taken from the first receiver and used to warm the feed water from ?> to a, and tho heat It can he taken from the* second receiver and serve to warm the feed water from C (the temperature of exhaust) to ft, and. finally the heat C can be taken from the exhaiwt nteam and used to warm tho feed water from d (the temperaturu in the supply pipe) to c.